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9106170078 PNO-l!l-91-001A:on 910528,waste stream dumped into waste tank V-103
contained matl transferred to tank V-104 & found to contain unauthorized amount of
U.Caused by valve positioner/actuator on LCV-300 stuck in closed position.
SCARANO.R.,   CLINE.B.   Region   3   (Post   820201).   91/06/12.   5pp.   58122:262-
58122:266.

9106170093    PN9-lll-91-001B:on    9l0613,exit    meeting    scheduled    at    site    w/
licensee.Short trip selected team members tentatively planned for late next week to
witness flow control valve disassembly & insp.
* Region 3 (Post 820201). 91/06/13. 1p. 58122:267-58122:267.

9106170121 PNO-l-91-042:on 910609.NRC informed of spill involving two packages
containing 20 capsules of 1-123 each.Packages dislodged & fell from carrier
truck-State of NJ responded to scene.No significant radiation levels noted at locations.
TAYLOR,M. Region 1 (Post 820201). 91/06/10. 2pp. 58161:346-58161:347.

9106170245 PNO-l-91-042A:on 910612.NRC informed of spill searching for nine missing
iodine   capsules.Shipping   containers   damaged,   dislodged   &  fell   from  transport
vehicle.No further action expected in matter.
TAYLOR.M. Region 1 (Post 820201). 91/06/12. 1p. 58161:296-58161:296.

9106180116   PNO-lll-91-023:on   910612,moisture-density   gauge   containing   sealed
sources of 40 mCi Am-241 & 8 mCi Cs-137 stolen from licensee pickup truck parked
at employee residence.Licensee & State of Michigan informed.
SNELL.W., GROBE.J. Region 3 (Post 820201). 91/06/12. 1p. 58120:312-58120:312.

9106180141 PNQ-lll-91-024:on 910612,industrial gauge containing 13 rnCi Cs-137
sealed source reported missing.Gauge last seen during required leak rate test in
1987.Onsite insp will be performed within 30 days.

SCHULTZ.W.,   GROBE.J.   Region   3   (Post   820201).   91/06/13.    1p.   58121:002-
58121:002.

9106190063 PNO-IV-91-015:on 910608,truck carrying radiography camera involved in
accident near Minnewaukan.North Dakota.Driver received minor injuries.Radiological
response team recovered camera w/no damage to radioactive source.Region notified.
DODA.R.J. Region 4 (Post 820201). 91/06/12. 1p. 58142:149-58142:149.

9106190081 EN-91-063B:on 910618,notice of order rescinding 901219 order imposing
civil monetary penalty in amount of $7,500 to licensee based on termination of license
by State of MS Dept of Health on 901109.

CANT.G., LIEBERMANJ. Ofc of Enforcement (Post 870413). EA-90-095. 91/06/18.
1p. 58198:224-58198:224.

9106200239 PNO-l-91-044:on 910615,both offsite ac sources were lost due to lightning
strike.Control room operators stabilized unit in hot standby (Mode 3) w/natural circula-
tion cooling.
ROGGE.J. Region 1 (Post 820201). 91/06/17. 2pp. 58204:019-58204:020.

9106250159 PNO-IV-91-016:on 910617.SRO tested positive for controlled substance by
licensed operator.SRO access to plant suspended.individual referred to employee as-
sistance program & work quality review initiated by plant mgt.
SATORIUS.M. Region 4 (Post 820201). 91/06/18. 1p. 58210:359-58210:359.

9106250219 PNO-V-91-011:on 910619,unit manually tripped following inadvertent actu-
ation of containment spray.Approx 3,300 gallons of water from RWST sprayed into
containment.Reactor coolant pumps meggered w/satisfactory results.
ANG.A.,   RINGWALD.F.   Region   5   (Post   820201).    91/06/19.   2pp.   58221:086-
58221:087.

9106260036 PNO-lll-91-025:two addl sites w/radioactive contamination identified by
aerial radiation survey performed in Apr 1991. Soil samples from area showed meas-
urable levels of Co-60 & typical levels of Ra-226 & Cs-137.

SRENIAWSKI.D., GROBE.J. Region 3 (Post 820201).  91/06/18. 2pp. 58225:319-
58225:320.

9106260125 PNO-V-91-011A:on 910619,inadvertent containment spray of approx 3,000
to 5,000 gallons of heated water sprayed into sys before spray pumps
stopped.Caused by test relay hold push button not installed correctly.Updated rept.
ANG.W. Region 5 (Post 820201). 91/06/19. 1p. 58205:086-58205:086.

9106260151 Forwards biweekly listing of generic communications being considered or
under development by NRC staff.

BERLINGER.C.H. Generic Communications Branch. 91/06/18. WAGNER.P. Institute
of Nuclear Power Operations. 5pp. 58225:180-58225:184.

9106260257 EN-91-033:on 910619,notice of proposed imposition of civil penalty in
amount of $37,500 issued to licensee based on violations re failure to properly control
access to high radiation areas.

LUEHMAN.J., LIEBERMANJ. Ofc of Enforcement (Post 870413). EA-91-059. 91/06/
14. 1p. 58255:105-58255:105.

9106270093 PNO-ll-91-034:on 910612,portable moisture-density gauge stolen.Gauge
contained 8 rnCi of Ce-137 & 40 mCi of Am-241. Virginia state police have been noti-
fied & have started investigation.
HOSEY.C. Region 2 (Post 820201). 91/06/12. 1p. 58223:260-58223:260.

9106270110 PNO-ll-91-033:on 910611,licensee commenced planned reactor shutdown
to exceed 72 h from 100% power to repair recirculation purnp seals.
WRIGHT.R.W. Region 2 (Post 820201). 91/06/12. 1p. 58223:305-58223:305.

9106270117 PNO-ll-9l-037:on 9106l8,compaction technician damaged model 3400
Series Troxler gauge when moving vehicle.No damage to source occurred.Wipe test &
survey w/calibr G-M tube showed no excessive radiation levels.
WALDRON.S. Region 2 (Post 820201). 91/06/19. 1p. 58223:332-58223:332.

9106270170 PNO-ll-91-035:on 910612,State of Alabama notified Region II that portable
moisture-density gauge has been stolen from locked trailer.
PELCHAT.J. Region 2 (Post 820201). 91/06/13. 1.p. 58224:190-58224:190.

9106270225 PNO-ll-91-032:on 910611,facility shut down to conduct repairs for discon-
nected control rod.Problem verified by special test of rod.Head will be removed & rod
examined & repaired.
FREDRICKSON.P. Region 2 (Post 820201). 91/06/11. 1p. 58224:042-58224:042.

9106270273 PNO-lll-91-026:on 910618,two researchers accidentally splashed Re-186
which contaminated workers & dose preparation area.Contamination reduced through
decontamination process.

SLAWINSKI.W.,  GROBE.J.  Region  3  (Post  820201).  91/06/20.  2pp.  58233:216-
58233:217.

9106270389 PNO-IV-91-017:on 910620,overexposure occurred to radiographer.Caused
by broken source connector & faulty survey instrument.State of LA continuing investi-
gation & Region IV will monitor case as info becomes available.
DODA.RJ. Region 4 (Post 820201). 91/06/24. lp. 58245:348-58245:348.

9106280022 PNO-lll-91-027:on 910621 .licensee discovered lr-192 brachytherapy seeds
missing.Licensee suspects that missing seeds inadvertently adhered to dressing early
in treatment & deposited in trash container.Continuing investigation.
SLAWINSKI.W., SCHULTZ.W.  Region 3  (Post 820201). 91/06/24. lp. 58273:018-
58273:018.

MtSC PUBLIC DOCUMENT ROOM MISCELLANEOUS

9106110233 Notification that NRC is making available selected info on general licens-
ees in NRC public document room.Listing names & addresses of all general licensees
in alphabetical order. List available 910118.

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). 91/01/15. 9pp. 58098:150-58098:158.

NUREG NUREG REPORTS AND RELATED CORRESPONDENCE

9106030102 Forwards notice of consideration of issuance of amend to license DPR-16
for publication in FR.Amend regards rev to TS table 4.15.2,items 2.a & 3.a.
DROMERICK.A.W. Project Directorate I-4. TAG 80301. 91/05/13. BARTON.JJ. Gen-
eral Public Utilities Corp. - GPU Service Corp. 2pp. 57892:261-57892:267.

-9106030115 Notice of consideration of issuance of amend to license DPR-16 & pro-
posed opportunity for hearing on 910619.Amend would modify channel functional test
requirements for main stack monitoring sys.
STOLZ.J.F. Project Directorate I-4. 91/05/13. 5pp. 57892:263-57892:267.

9106030126 Forwards NUREG-1412, "Foundation for Adequacy of Licensing Bases," &
"Screening of Generic Safety Issues for License Renewal Considerations," (NUREG/
CR-5382).

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/05/17. Commissioners
(Post 750119). 200pp. 57892:033-57892:217.

9106030217 Requests that encl NUREG-1439, "Staff Technical Position on Regulatory
Considerations in Design & Const of Exploratory Shaft Facility" be submitted for publi-
cation in final form.

LINEHAN.JJ. Repository Licensing & Quality Assurance Project Directorate (Post
881120). HLWR. 91/05/24. MEYER.D.L Regulatory Publications Branch. 107pp.
57908:022-57908:128.

9106040011 Application for amends to Licenses DPR-31 & DPR-41,revising Tech Specs
to remove outdated matl.incorporate administrative clarifications & correct typos for
consistency w/NUREG-0452 re STS for Westinghouse PWRs.
BOHLKE.W.H. Florida Power & Light Co. L-91-142. 91/05/28. Document Control
Branch (Document Control Desk). 20pp. 57915:012-57915:066.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). GL-82-12. 91 /
06/10. Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

9106040379 NUREG/CR-4893 TECHNICAL FINDINGS REPORT FOR GENERIC ISSUE
135.Steam Generator And Steam Line Overfill Issues.

* Scientech, Inc. FIN D-1766. SCIE-42-89, 91/05/31. Division of Safety Issue Resolu-
tion (Post 880717). 110pp. 57903:262-57904:013.

9106040385 NUREG/CR-5663 RELAP5 THERMAL-HYDRAULIC ANALYSIS OF THE
WNP1 PRESSURIZED WATER REACTOR.

MARTIN.R.P. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A-1050. EGG-2633. 91 /
05/31. Division of Systems Research (Post 880717). 76pp. 57904:014-57904:089.

9106040392 NUREG/CR-5682 SPECIFIC TOPICS IN SEVERE ACCIDENT MANAGE-
MENT.

MEYER.J.F., CHUNG.D.T., PANCIERA.V.W. Scientech, Inc. FIN L-1213. 91/05/31. Di-
vision of Systems Research (Post 880717). 199pp. 57904:090-57904:289.

9106050147 Identifies needs for methods & data development to analyze potential for
thermal stratification.per AEOD Special Study Lab Rept, AEOD/S902 & ANL Rept,
NUREG/CR-5456 dtd Mar 1990 & Apr 1991,respectively.

JORDAN.E.L Office for Analysis & Evaluation of Operational Data, Director. 91/OS/
24. BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 5pp.
58008:194-58008:198.

9106050246 Notifies of completion of actions re Generic Ltr 88-14 on instrument air
supply sys problems affecting safety related equipment.per 890209,900330 & 0920
Itrs & NUREG-1275,Vol 2.

BEARD.P.M. Florida Power Corp. (subs, of Florida Progress Corp.). 3F0591-08. 91 /
05/30. Document Control Branch (Document Control Desk), lp. 58033:049-
58033:049.

9106050299 Advises that util revising updated FSAR to remove statement that sampling
& analysis of certain plant effluents performed isokinetically.per NUREG-0737,ltern
II.F.1. Marked-up applicable updated FSAR sections encl.

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
161-03972-WFC/G. 91/05/28. Document Control Branch (Document Control Desk).
18pp. 58003:199-58003:216.

9106050352 Forwards revised "Recorded Annual Whole Body Exposures," for
1987,1988,1989 & 1990,consisting of addl actual TLD exposure data in format for in-
clusion in NUREG-0713,Vols 10,11 & 12.

LEITCH.G.M. Philadelphia Electric Co. 91/05/29. Office of Nuclear Regulatory Re-
search (Post 860720). 1 p. 57999:013-57999:017.

9106060054 Forwards final evaluation of control room environ,to enable NRC to com-
plete review of util actions to address NUREG-0737,ltem t.D.1,per SSER 9 (NUREG-
0896).

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. NYN-91087. 91/05/31.
Document Control Branch (Document Control Desk). 4pp. 58010:325-58010:328.yearly federal manager fiscal integrity act Itr of assurance.Forwards
